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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard 

SPECIFICATION FOR 
T-NUTS 

( First Revision ) 

(Incorporating Amendment No. 1) 



1. Scope — Covers the requirements for T-nuts for use with studs on machine tools and other 
applications, wherein T-slots according to IS : 2013-1974 'Dimensions for T-slots ( first revision ) are 
provided. 

2. Dimensions and Tolerances — The dimensions of T-nuts shall be as given in Table 1. 













TABLE 1 DIMENSIONS OF T-NUTS 

All dimensions in millimetres. 
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IS : 2015 - 1977 

2.1 The thread details and surface finish to T-nuts shall be those specified for precision grade (A) 
of IS : 1367-1980 'Technical supply conditions for threaded fasteners ( second revision ). 

3. Mechanical Properties — The mechanical properties for T-nuts made of steel shall conform 
to those given under property class 8 of IS : 1367-1980. 

4. Designation — A T-nut of width a = 22 mm shall be designated as: 

T-Nut 22 IS : 2015 

5. General Requirements — The T-nuts shall comply with the requirements of IS : 1367-1980 in 
so far as manufacture, workmanship, marking and packing are concerned. 

6. ISI Certification Marking — Details available with the Indian Standards Institution. 



EXPLANATORY NOTE 

This standard was originally issued in 1962. The present revision has become necessary as the 
standard on T-slots has since been revised and published as IS : 2013-1974 and which now 
conforms to the corresponding ISO Standard. 

In the revision of this standard, considerable assistance has been derived from DIN 508-1969 
'Nuts for T-Slots', issued by Deutsches Institute fur Normung (DIN). Also, the following changes 
have been made: 

a) The range of dimensions for nut sizes below 10 mm and above 42 mm are included which will 
be in line with IS : 2013-1974. 

b) Property class 4D changed to class 6 for higher strength and to be in line with IS : 1367-1967. 

If the nuts are to have their full load carrying capacity, it is essential for the screw to engage 
throughout the entire length of thread in the nut. As far as effective load transmission is 
concerned, the length of thread within width a cannot be relied on entirely, owing to the reduced 
section thickness. 

This edition 2.1 incorporates Amendment No. 1 (July 1995). Side bar indicates modification of 
the text as the result of incorporation of the amendment. 



